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W. F. KUHN 


Mr. Roy C. Hilliard 
Mr. William F. Kuhn 
Dr. Preston H. Leake 
Mr. Larry A. Lyerly 
Mr. James F. Nall 
Dr. Fred Schultz 
Mr. W. Brooks George 

Gentlemen: 

The enclosed, updated, report for Market Sample 32 replaces the draft mailed April 
27, 1990. During the draft’s 30 day review period, Philip Morris requested that Alpine 
KFMSP, Alpine 100s lOOFMSP, Benson & Hedges Multifilter KFSP, and Philip Morris RNFSP 
be retested. The new values for these brands are the ones now listed in the report. 

In the draft report, tlie sorted "tai" values were truncated and the top six brands 
omitted. These have been added to this report. 

Updated files containing TITL results on a 360K DSDD disk, readable on any IBM 
compatible machine, are also included. Two files are in Lotus .wkl format. One contains 
TPM, Water, and Puff Counts in addition to Tar, Nicotine, and CO; the other contains the 
rounded Tar, Nicotine, and CO values. These should be readable by most programs; 
however, the same information is also provided in ASCII files (with a .csv extension) with 
commas delimiting the data fields. 


Yours truly. 



Enclosures (2) 

xc: Ronald S. Goldbrenner 

M.J. McGraw w/o enclosures 
John P. Rupp 


PM3000761834 


Source: https://www.in(dustry(jocuments.ucsf.e(du/docs/qnbl0001 

































